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1. INSTRUCTIONS CONTAINED IN REF ARE REVOKED, FOLLOWING 
25X1 MESSAGE RECEIVED rrou| | quorep YOR YOUR INFO: 
QUOTE: 1. ANALYSIS AT ROCKFORD ARSENAL SHOWS THAT 
~“CATAPULT ACTUALLY FIRED, BUT DID NOT EXTEND DUE TO HAM BEING 
JAMMED. 
2. JAMMING WAS CAUSED BY LOOSE OBJECT HITTING 
THE CATAPULT WITH SUCH FORCE AS TO DENT THE OUTER TOBE BADLY 
ENOUGH TO JAM THE INNER TUBE. 
: $. THE SBE ENTIRE SEAT BALLISTIC SYSTEM WAS 
GIVEN A CLEAN BILL OF HEALTH BY THE ARSENAL, END QUOTE. 


END OF MESSAGE 


5X1 *indicated catapult did not fire. Instructed to remove catapult 
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